1995 Annual Editorial Index 


Feature articles that appeared in Giass INDUsTRY issues. 
Classifications indicate the major focus of each article. 


Title 


ANNEALING/STRENGTHENING 
Overcoming the Difficulties in Tempering Low-E Glass 
Exhibit in Print: Annealing/Strengthening Equipment 


COMMEMORATIONS/AWARDS 
I.K. Byun Receives “Glass Man of the Year” Award 
Glass Packaging: Part of Our Past. Impacting Our Future 
The History of the Flat Glass Industry is the Story of 
Manufacturing Processes 
They Didn’t Know What They Couldn’t Do 
The Phoenix Award Celebrates 25 Years of the 
Industry’s Best 
For 75 Years, We’ve Chronicled the Industry 


CONSTRUCTION OF PLANTS 

Environmental Factors Gain Importance in Many 
Plant Constructions 

Exhibit in Print: Glass Plant Construction Services 
and Equipment 


DECORATING 
SGCD’s 32nd Annual Decorating Show to 
Emphasize Benefits of Partnerships 
Preview of SGCD Exhibitors 
Deco °95 Stresses Partnerships to 
Propel Decorating Industry 


ECONOMICS/MARKETING 

After a Good Year, Industry Leaders See Flat 
Glass Market Getting Stronger 

Container Glass Market Looks Flat for 1995 

Expanding the Niche: The Next Step for the 
North American Pultrusion Industry 

Expanding Economic Factors Drive Current 
Push to Oxy-Fuel 

Latin American Market Shows Safety Glass Strides 

How the Industry Fared in 1994 

Italian Market Sees Increase in Production 

Transportation Issues Crucial in Raw 
Materials Supply Outlook 


ENERGY/ENVIRONMENT 

Globally, the Industry Faces Environmental 
Compliance and Cost Savings 

Industry, Government Should Work Together in 
Lead Crystalware Labeling 

Exhibit in Print: Pollution Control Equipment 

Survey Pinpoints Focus of Primary Glass 
Manufacturers Around the World 

Environmental Factors Gain Importance in 
Many Plant Constructions 


EXHIBITS IN PRINT 
Fabrication Equipment 
Combustion Equipment 
Forming Equipment 


GLASS INDUSTRY/DECEMBER 1995 


Issue Page 


Feb 


Title Issue 


Pollution Control Equipment May 
Annealing/Strengthening Equipment June 
Refractory Products Sept 
Glass Plant Construction Services and Equipment Oct 

Process and Quality Control Equipment Nov 


MEETINGS/SHOWS 
Previews 
Glassman Europe ’95 Set for April 26-27 
Exhibitors’ Offerings at Glassman Europe °95 
SGCD’s 32nd Annual Decorating Show to 
Emphasize Benefits of Partnerships 
Preview of SGCD Exhibitors 
interGLASSmetal/Fenestration World °95 
to be Held in Columbus, October 25-27 
Preview of Exhibitors’ Offerings at iGm 
Glass Problems Conference Slated for October 24 and 25 


Reviews 
Glass Problems Conference Draws Record Attendance 
of Over 600 People to 55th Annual Meeting 
Industry Gathers in Dusseldorf for Glastec 
Giastec 94 Exhibitor Review 
U.S. Primaries Discuss Industry at Glass Week 
Glassman Europe Held in Lyon, France 
Products Introduced at Glassman Europe 
Deco °95 Stresses Partnerships 
to Propel Decorating Industry 


MELTING/FURNACES 

Expanding Economic Factors Drive Current 
Push to Oxy-Fuel 

Exhibit in Print: Combustion Equipment 

Oxy-Fuel Furnace Design Considerations 

Switch to Oxy-Fuel Gives GE More 
Glass Capacity 

Individual Oxy-Fuel Benefits Should Be Clear 
Before Conversion 

Comparing Flat Flame Burners With Traditional 
Oxygen Ones 

Development of a Low-Emissions, Multi-Fuel 
Oxygen Burner 

How Stresses Develop During Heating 
Up of AZS Fused-Cast Blocks 


PLANT TOURS 

Pilkington Holds Tour of Polished Wire 
Glass Facilities 

BOC Gases Holds Open House 


PROCESS AND QUALITY CONTROL 
How Glass Reacts With Water and Causes 

Surface Corrosion 
Precision Controller Increases Glass Production Yield 
Exhibit in Print: Process and Quality Control Equipment 
Infrared is Key Player on Ford Glass Plant Team 





